INTEGRITY, ING. 
LINCOLN PARK - P. O. BOX 1806 
NEWARK, NEW JERSEY 07101 


(201) 623-0600 


March 25, 1983 


Newark Symphony Hall Corp. 
c/o Mr. Phillip Thomas 
Director of Marketing 
1020 Broad Street 

Newark, New Jersey 07102 


Dear Mr. Thomas: 

This letter is to acknowledge your invitation for our facility to 
attend the upcoming dance concert on March 31, 1983. The concern 
you and your organization have shown us is deeply appreciated and 
makes our task much easier. 

The donation of 30 tickets would be very much appreciated. 


Please accept our heartfelt thanks and sincere gratitude. 


Sincerely, 
The People of Integrity 


